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ABSTRACT 

Objectives. Prostate cancer Gleason score 6 is the most 
common score detected on prostatic biopsy. We ana- 
lyzed the clinical parameters that predict the likelihood 
of Gleason score upgrading after radical prostatectomy. 
Methods. The study population consisted of 241 
patients who underwent radical retropubic prostatec- 
tomy between Feb 2002 and Dec 2007 for Gleason score 
6 adenocarcinoma. The influence of preoperative param- 
eters on the probability of a Gleason score upgrading 
after surgery was evaluated using multivariate logistic 
regression and ROC curves. 

Results. Gleason score upgrade was found in 92 of 241 
patients (38.2%). Multivariate logistic regression analysis 
showed that only percentage of cancer in dominant 
lobe and prostate weight were significant predictors 
for Gleason score upgrading (p = 0.043 and p = 0.006, 
respectively). ROC curves showed that prostate weight 
and PSA density were only two independent significant 
parameters for prediction of upgrade (AUC - 0.634, p 
<0.0001 and 0.604, p = 0.006, respectively). Gleason 
score upgrading was observed to be accompanied by 
significantly higher rates of extra prostatic extension (p 
<0.001) and seminal vesicle invasion (p = 0.002). 
Conclusions. Almost forty percent of tumors graded 
Gleason 6 at biopsy are Gleason 7 at surgery. Upgraded 
tumors significantly associated with adverse pathologi- 
cal features. The probability of Gleason score upgrade 
can be predicted using prostate weight and PSA density 
as independent parameters. 



INTRODUCTION 

Prostate cancer (PCa) grade detected at biopsy provides only 
pathological information when non-surgical treatment modality is 
chosen. Growing interest to active surveillance in cases of PCa is 
enforced by the need of identifying the right candidate for such 
treatment. Increasing number of patients with non palpable dis- 
ease and low prostate specific antigen (PSA) level at PCa diagnosis 
shows that there is necessity for more powerful prognostic param- 
eter for disease staging, grading, response and outcomes. Gleason 
score (GS) could be such prognostic tool because the grade of PCa 
is one of the most important factors when predicting post treat- 



ment biochemical recurrence or even developing metastasis. At- 
tention should be paid to histological variations of PCa in gland. 
Gleason noted that final prostatectomy scores are often in concor- 
dance with biopsy one [1]. GS 6 detected in biopsy cores deserves 
special attention for some reasons - it is one of the low risk group 
parameters, and it has the highest likelihood for upgrading. In the 
study Chun et al. a GS upgrade was found in 37.6% of cases with 
biopsy score 6 but only in 2.3% with biopsy score 7 [2]. In most 
cases upgrading is more common and more clinically important 
than downgrading. Patients with biopsy GS 6 that is upgraded after 
surgery to GS 7 have worse outcomes [3, 4] and are more likely for 
extra prostatic extension or positive surgical margins compared to 
those with not upgraded tumor [5]. 

The risk of score upgrading varies from 70% to 20% in the last 
20 years, and it depends on biopsy scheme and various clinical or 
pathological factors; however, there is no consensus which param- 
eters are the most powerful for prediction of GS upgrading [6-9]. 

We describe the pathological and clinical factors which can be 
used for prediction of upgrading in patients with biopsy Gleason 
score 6 that underwent radical retropubic prostatectomy (RP). De- 
tected significant parameters could be used when making decision 
about initial or subsequent PCa treatment. 

MATERIAL AND METHODS 

The study population included patients with biopsy GS 6 who 
underwent RRP between Feb 2002 and Dec 2007. The biopsy and 
surgery were performed in Hospital of Kaunas University of Medi- 
cine. All information was obtained retrospectively through data- 
base, clinical records and pathological reports presented by the 
Department of Urology. In most cases, laterally directed sextant 
prostate biopsy technique was used for initial diagnosis of cancer. 
Biopsy samples and specimens after RP were reviewed by one insti- 
tutional uropathologist I.G. 

Patients included into the study had complete sets of param- 
eters available, including pre biopsy PSA, biopsy GS, total number of 
biopsy cores taken, number of biopsy cores with cancer, percentage 
of cancer in dominant involved prostate lobe, clinical and patho- 
logical stage, GS after surgery and prostate weight. Patients who 
received any neoadjuvant treatment were excluded. The study was 
approved by local ethical committee, and 241 patients with biopsy 
GS 6 were included in the study. 

Patients who were upgraded postoperatively to GS 7 or higher 
were compared to those who were not upgraded. Categorical vari- 
ables were compared using Pearson Chi-Square test and continu- 
ous one using Mann-Whitney test. Multivariate logistic regression 
was used for detecting significant predictors of upgrading. A curve 
of receiver operator characteristics (ROC) was used to demonstrate 
graphically predictive performance of significant parameters. Pa- 
tient's age, pre biopsy PSA, clinical stage, number of total and posi- 
tive cores, percentage of positive cores, percentage of cancer at 
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Table 1. Clinical variables in patients with and without Gleason score upgrade on final pathological evaluation 




dominant lobe, prostate weight, PSA density and disease bilaterality 
were used for statistical analysis as potential predictors. Statistical 
difference between upgraded and non-upgraded patient groups 
was considered significant at p <0.05. Calculations were performed 
using SPSS version 14.0. 

RESULTS 

241 patients were included in to the study during 2002-2007. 
Median patient's age was 66.0 years (mean - 64.5, range (46- 
77)), median PSA was 6.7 ng/ml (mean - 8.2, range (0.7-50.2)), 
and median prostate surgical specimen's weight was 49.0gm 
(mean - 54.7, range (20-211)). Sextant laterally directed biop- 
sies were performed in 198 (82.2°/o), 7-8 cores were taken in 40 
(16.6%) and >8 in 3 (1.2°/o) of cases. One cancer positive biopsy 
core was detected in 87 (36.1%), 2 cores in 81 (33.6%), 3 cores 
in 34 (14.1%), >4 in 39 (1 6.2%), and mean positive cores number 
was 2.24. 

Of the 241 patients with biopsy GS 6, postoperatively GS was 6 
in 149 (61.8%), 7 in 87 (36.1%) and 8 in 5 (2.1%) of cases. Overall 
upgrading rate in the study population was 38.2% (92 of 241). No 
downgrading was observed in our study. 

Table 1 shows contribution of investigated clinical parameters 
in the 92 (38.2%) patients when GS was upgraded after surgery and 
in 149 (61.8%) when it was not. 

The upgraded and no upgraded patient groups were similar in 
age, PSA, clinical stage, taken biopsy cores number, biopsy cores 



with cancer number, percentage of biopsy cores with cancer, dis- 
ease bilaterality and percentage of cancer in dominant lobe. How- 
ever, the group of upgraded patients was different according pros- 
tate weight (p <0.001), PSA density (p = 0.006) and pathological 
stage (p <0.001). In upgraded patients, the prostate weight was 
significantly lower. Despite that PSA was similar in both groups, the 
PSA density was higher in upgraded patients. GS upgrading associ- 
ated more significantly with extra capsular extension (T3) than with 
organ confined (T2) disease (Table 1). 

Percentage of the cancer in dominant lobe had a tendency to 
be greater in not upgraded patients but did not reach significant 
level (p = 0.099). Other preoperative PCa volume indicators as well 
as positive cores number, percentage of positive cores or disease 
bilaterality did not provide any additional information about prob- 
ability of GS upgrading. 

Multivariate logistic regression analysis was done using all 
preoperative parameters as potential predictors for upgrading. Per- 
centage of PCa in dominant lobe was a moderately significant pre- 
dictor for GS upgrading (OR 0.989, p = 0.043, 95% CI 0.979-1.00). 
The strongest predictor for upgrading was prostate weight - OR 
0.981, p = 0.006 (95% CI 0.981-0.968). 

As for assessing the predictive role of observed predictors for 
upgrading, the ROC curves were constructed. Prostate weight and 
PSA density (AUC 0.634, p <0.0001 and 0.604, p = 0.006 respec- 
tively) were only two significant parameters (Fig. 1). The cut-off 
level for significant parameters was 47.5 gr. (prostate weight) and 
0.135 (PSA density) with 60% sensitivity and specificity. 



CENTRAL EUROPEAN JOURNAL OF UROLOGY 2011/64/4 



206 



FACTORS PREDICTING GLEASON SCORE 6 UPGRADING AFTER RADICAL PROSTATECTOMY 




0.0 0.2 0 4 0.6 0 8 



I - Specificity 

Fig. 1. Receiver operating characteristics (ROC) curves of prostate weight and 
PSA density for predicting Gleason score upgrading. 

Among study population, 42 (17.4%) showed extra capsular 
extension at examination of specimens after RP. When comparing 
groups with and without GS upgrading after surgery, GS upgrad- 
ing was observed to be accompanied by significantly higher rates 
of extra capsular extension (p <0.001). In 9 patients (3.7%) semi- 
nal vesicle invasion and in all those T3b cases GS upgrading were 
detected (Chi square test 10.18, p = 0.002). Positive lymph nodes 
if dissection was performed were found in 4 (1.7%) cases - 3 in 
upgraded and 1 in not upgraded groups. 

DISCUSSION 

GS on transrectal ultrasound guided biopsy is an important pa- 
rameter for some reasons. It is an independent outcome predictor for 
localized PCa [10]. Accordingly, biopsy GS patients are categorized 
to low or intermediate risk groups what is an important factor for 
making further less aggressive treatment decision, such as watch- 
ful waiting [11] or standard brachytherapy [12]. On the other hand, 
tumor grade 7 may trigger supplemental interventions, such as the 
addition of hormonal therapy to external beam radiation or a pelvic 
lymph node dissection at RP [13, 14]. We should agree that ability to 
predict GS accurately has been poor. It confirms high degree of dis- 
cordance between the biopsy and surgery GS that was from 55% to 
72%, as reported by King [15]. Recent studies show less discordance, 
but only a few of them reached upgrading lower than 30% [9]. In an 
effort to reduce discordance as well as improve the PCa detection 
rate, the standard sextant biopsy was recently changed to more ex- 
tended scheme at most centers [16,17,18]. Some studies clearly show 
that accuracy of post operative GS detection is better using extended 
biopsy scheme [19, 20, 21]. In most cases (82.2%) of our study the 
laterally directed biopsy scheme was used, but concordance of GS 
was 61.8% which is similar to 68% reported by Mian B.M at extended 
biopsies [19]. The importance of additional sampling was also ana- 
lyzed by Dong et al. [5], The authors proved that using extended bi- 
opsy scheme the upgrading from GS 6 remained very high - 50% and 
study results did not support the fact that extended biopsies improve 
grading accuracy. The impact of extended biopsies on upgrading still 
causes some doubt if we look at positive cores number detected at 
sextant or extended biopsies that provide information about cancer 
volume. In our study population, the mean cores with PCa was 2.24 
(2.16 in non upgraded group vs. 2.36 at upgraded one) and median 
2.0. The same positive cores number was detected in studies using 



extended biopsies; however, in most studies such data are not pre- 
sented [19]. Even 12 cores biopsy scheme study results presented 
by Hong et al. with low risk PCa patient's population showed the 
upgrading rate up to 40% and median positive cores number in up- 
graded patients was 2 [22]. It shows that extended biopsies do not al- 
ways correlate with median positive cores number and with increas- 
ing concordance of GS. In our study positive cores number correlated 
significantly with prostate weight (r = -0.139, p = 0.031) but not with 
all cores number taken (r = 0.104, p = 0.108). We agree with findings 
of Dong et al. that the extended number of cores does not improve 
grading accuracy, and there are some more important indicators to 
predict the aggressiveness of PCa at biopsy [5]. 

Biopsy cancer volume has been proved to correlate with patho- 
logical stage and biochemical relapse following RP [23, 24]. Despite 
that the role of amount of cancer in predicting GS upgrading re- 
mains controversial. In some studies it is not a predictive param- 
eter; however, the results of other recent studies confirm the pre- 
dictive role of cancer volume on GS upgrading [5, 19, 22, 25-28], 
Discrepancies in these results may be related to patient's character- 
istics or statistical power. In our study, only percentage of cancer in 
dominant lobe as well as prostate weight has significant power in 
multivariate logistic regression. As a single independent predictor, 
this parameter did not reach statistically significant level. 

There are a few studies where the prostate volume or weight was 
detected as significant predictors for postoperative GS upgrading. 
Some studies show that small prostate gland size has been associ- 
ated with biochemical progression after surgery or brachytherapy 
[29, 30]. Our study results show that prostate weight was different 
in upgraded and not upgraded groups, and this parameter was the 
most powerful for prediction of more aggressive PCa (Gleason >7, 
>T3a) at logistic regression analysis. Our results suggest that there is 
some biological difference between cancer in small and large pros- 
tates which points out that prostate weight should be taken into 
account before treatment modalities of cancer are chosen. The cut 
off level for significant probability to upgrade GS from 6 to 7 (with 
62% sensitivity and 60% specificity) in our study was 47.5 gr. 

The importance of PSA level on prediction of GS upgrading still 
remains controversial. In general high preoperative PSA has been 
correlated with upgrading, although the results of some studies do 
not support such findings [19, 25, 26]. In our study, we did not ob- 
serve difference in PSA value between upgraded and not upgraded 
cases, but PSA density was one of a few characteristics that were 
significantly different in estimated groups. AUC for this parameter 
was 0.604 (p = 0.006) and cut off level was 0.135 (with 60% sen- 
sitivity and 60% specificity). Patients with larger prostates tend to 
have higher PSA level because of increased reproduction of benign 
hyperplastic cells. Increased PSA level in smaller glands suggests 
that PCa likely to be more aggressive. We believe that PSA remains 
one of the most important PCa predictors, but in prediction of GS 
upgrading the PSA density seems to be the most important one. 

This study is limited by its retrospective design and its location 
at a single center but on the other hand, the biopsy and surgery at 
1 institution minimize referral bias. Sextant biopsy in the temporary 
era of more extended biopsy schemes seems as study limitation, 
but detected positive cores number and percentage of upgrading 
38.2 are comparable to literature data. Despite potential limita- 
tions, this study identifies risk parameters for upgrading of patients 
diagnosed with GS 6 prostate cancer. Patients at high risk for path- 
ological upgrading may benefit from more extended RP because of 
increased likelihood of locally advanced disease. Patients with low 
risk for upgrading could be real candidates for less invasive treat- 
ment. Future studies with different biopsy schemes and long follow 
up after surgery would be needed to establish exact importance of 
detected significant parameters for upgrading. 



207 



CENTRAL EUROPEAN JOURNAL OF UROLOGY 2011/64/4 



DAIMANTA5 M I LON AS, AIVARAS GRYBAS, STASYS AUSKALNIS, INGA GU Dl N AVICI EN E. RUSLANAS BALTRIMAVICIUS, MARIUS KINCIUS, MINDAUGAS JIEVALTAS 



CONCLUSIONS 

Our results show that up to 40 percent of patients with GS 6 at 
biopsy may have upgrading following RP. PSA density and especial- 
ly prostate weight may be useful predictors for identifying those 
patients with increased risk of GS upgrading which was observed to 
be significantly associated with adverse pathological features such 
as extra prostatic extension or seminal vesicle invasion. 
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